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Brewing. 


(This Invention did not proceed to the Great Seal.) 


PROVISIONAL SPECIFICATION left by William Gresham Wiles at the 
Office of the Commissioners of Patents, with his Petition, on the 
11th April 1857. 


I, Witttam Gresuam Wiss, of Lady’s Well Brewery, Cork, Brewer and 
Manager, do hereby declare the nature of the said Invention for ‘ Improve- 
MENTS In Brewine,” to be as follows :— 

My improvements in brewing consist in boiling in a batch, heated by steam 
pipes placed horizontally as near the bottom as practicable, or the steam pipes 
may be raised to a height above ‘the bottom, and in placing over these pipes a 
perforated false bottom, from which there rises a perforated pipe. The liquor 
being heated to boiling between the two bottoms becomes expanded, and being 
unable to pass sufficiently rapidly through the perforations in the false bottom 
_ tushes up the pipe, and then falls through the holes in this pipe, washing the 
hops and extracting all the valuable particles, but rejecting the coarse and 
resinous constituents. 
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